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TO USMISSION IAEA VIENNA 

UNCLAS STATE 022014 

E.O. 11652: N/A 

TAGS: IAEA, PARM, TECH 

SUBJECT: RADIATION ALARM MONITORS FOR AGENCY INSPECTORS 
REF: IAEA VIENNA 10388 

1 . MISSION MAY ADVISE IAEA (ROMETSCH) THAT U.S. IS PRE- 
PARED PURCHASE AND MAKE AVAILABLE TO IAEA FIFTY 
RADIATION ALARM MONITORS AS DISCUSSED REFTEL AS PART OF 
OUR CONTRIBUTIONS-IN-KIND SUPPORT IN 1977 OF THE AGENCY'S 
SAFEGUARDS PROGRAM. 

2. DR. H. KOUTS (BNL/ISPO) WILL PROCURE THE MONITORS. 
ACCORDINGLY. MISSION MAY WISH SUGGEST TO APPROPRIATE 
AGENCY STAFF CONCERNED WITH THESE MONITORS THAT THEY 
CORRESPOND DIRECTLY WITH KOUTS ON ANY SPECIAL DETAILS 
OR OTHER QUESTIONS RE THE MONITORS. 
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